SUMMARY OF REPORTS 


COMMITTEE ON PUBLIC SAFETY 

(Committee Meeting held on February 9 , 2012) 
SUBMITTED TO THE CITY COUNCIL, February 15, 2012 
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ORDlNANrr, 


(11) An ordinance amending Chapter 2-100-140 of the Municipal Code regarding 
installation of fire signal boxes on private property. (02011 -9754) 
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